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11085 
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Effective: 
Supersedes: 


Revision: 


EQUIPMENT LIST PP 


14 -CHANNEL DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


G RACK, 14-CHANNEL PLAYBACK EQUIPMENT, Consisting of: 


Cabinet Rack 


Tape Transport (Including MP-11942, Reel hold-down 


sub-assembly ) 
Transport Control 
Power Switch Panel 
Blower 
Monitor and Amplifier 
Plug-in Unit 
Plug-in Unit 
Plug-in Unit 
Power Supply 
Relay Control Panel 
Filter Plate Supply 


Tape, Magnetic, 1" on 10 1/2" 
Mincon No. 1-159-36R 


- 3600' Reels, 


Reel, Precision, Ampex No. 1"-RB-10 1/2 M, 


Cat. No. 15180-4 


Reel, Precision, Ampex No. 1"-RB-14M, Cat. 


No. 15179-4 


Eraser, Bulk, Cinema Engineering Co. No. 9205 


Headphone, Crystal, Brush Elect. Co. No. BA-206 


Tape, Alignment, 1", per R-W Spec. No. 3083 


OSG 5 


Octovax' 2531937 | 


obs 
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MP 
NUMBER 
11022 
10974 
12030 
12022 
12060 
12126 
11040 
12009 


12151 


121he 


12109 


12115 


11720 


1084} 


11099 


12075 


10977 
11368 


Effective: 
Supersedes: 


Revision: 


EQUIPMENT LIST PP 


14-CHANNEL DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


J RACK, POWER SUPPLY EQUIPMENT, Consisting of: 


Cabinet Rack 

Power Supply, Pre-Amplifier, Plate 
Power Supply, Amplifier, Plate 
Power Supply, Pre-Amplifier, Heater 
Power Supply, Amplifier, Heater 
Power Switch Panel 


Blower 


CABLE, AMPLIFIER SUPPLY VOLTAGE, per R-W Dwe. 


No. 70001023 


CABLE, POWER INPUT - G RACK, per R-W Dwg. 
No. 70001024 


CABLE, POWER INTERLOCK, per R-W Dwg. 
No. 70001025 


CABLE, PRE-AMPLIFIER, VOLTAGE SUPPLY, per 
R-W Dwg. No. 70001026 


CABLE, SYSTEM POWER INPUT, per R-W Dwg. 
No. 70001029 


GUIDE, INSTRUCTION, G AND J RACKS 


H RACK, 14-CHANNEL DUPLICATING EQUIPMENT, 
Consisting of: 


Cabinet, Rack 
Tape Transport 


Transport Control 
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MP 
NUMBER 
11017 


70053 


70054 


10762 
11691 
11032 
10879 
12009 
10991 
10831 
10845 
10919 


12114 


12073 


12135 


12078 


11755 


11340 


Effective: 
Supersedes: 


Revision: 


EQUIPMENT LIST PP 


14-CHANNEL DATA REDUCTION EQUIPMENT 


NOMENCLATURE 


Panel, Power Switch 


Reel, Precision, Ampex No. 1"-RB-10 1/2 M, 
Cat. No. 15180-4 


Tape, Magnetic, 1" on 10 1/2" - 3600' Reels, 
Mincon No. 1-159-36R 


GUIDE, INSTRUCTION, H RACK 


K RACK, TIMING CONTROL EQUIPMENT, Consisting of: 


Cabinet, Rack 

Tape Transport, 1/4" Tape 

Blower 

Panel, Power Switch 

Power Supply, Transport Sequence Control 
Time Mark Generator 

Transport Sequence Control 


CABLE, TIMING SIGNAL, per R-W Dwe. 
No. 70001016 


CABLE, PLAYBACK, TRANSPORT, SEQUENCE CONTROL, 
per R-W Dwg. No. 70001017 


CABLE, DUPLICATOR TRANSPORT CONTROL, per R-W 
Dwg. No. 70001018 


CABLE, POWER, INSPECT, K RACK, per R-W Dwg. 
No. 70001021 


CABLE, POWER, INPUT, H RACK, per R-W Dwe. 
No. 70001029 


GUIDE, INSTRUCTION, K RACK 


October 25, 1957 


1 


i 
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